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CNBC.com Poll: Who Won The GOP Debate? 
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The Republican Presidential candidates have spoken, 


Now it's your turn to weigh in on how you think they did. 

Take our Post-Debate poll and let us know who you thought was the most impressive. 

Due to technical difficulties, you may have tc refresh this Web page in order to make the pell 
appear. 


^ POST REPUBLICAN DEBATE POLL 

1. Which candidate 

won the debdte? 



Ron Paul 


Mike Huckabee 
0.5% I 

Ruidy GiuNani 
3.6% 1 


Fred Thompson 
5.7% 1 

John McCain 
1.8% 1 

75% ^^^^^H 

■ 

Mitt Romney 
5.4% ■ 


Duncan Hunter 
0.8% 1 


Tom Tancreido 
0.6% 1 


Sam Brownback 
0.4% 

2. If th« GOP prima 

ry via« to be 

held today, luhich candidate would you vote for? ' ^7A -e^^xi'b^ 

Ron Paul 


Mike Huckabee 
0.6% I 

Ruidij GiuNani 
3.4% 1 


Fred Thompson 
0%l 

John McCain 
1.5% 1 

76% ^^^^^H 

■ 

Mitt Romney 
4.7% 1 


Duncan Hunter 
0.8% 1 


Tom Tancreido 
0.5% 1 


Sam Brownback 
0.4% 

3. Which Republican candidate is 

best for your money? 

■iT^tHCOMi 


Ron Paul 


Mike Huckabee 
0.6% I 

Ruiiy GiuNani 
3.2% 1 


Fred Thompson 
5.6% 1 

John McCain 
1.1% 1 

76% ^^^^^H 

■ 

1 Mitt Romney 
5.5% ■ 


Duncan Hunter 
0.8% 1 


Tom Tancreido 
0.6% 1 


Sam Brownback 
0.3% 
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